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Message Text 


UNCLASSIFIED 

PAGE 01 NAIROB 08891 101051Z 

21 

ACTION AF-06 

INFO OCT-01 ISO-OO EB-07 /014W 

063794 

R 100930Z OCT 75 
FM AMEMBASSY NAIROBI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5603 

UNCLAS NAIROBI 8891 

E.O. 11652: N/A 
TAGS: BEXP, KE 

SUB J : FOREIGN GOVERNMENT TENDER 

POWER AND DISTRIBUTION TRANSFORMERS 

1. 779/01/T/0005 

2. 1009/75 

3. P. WALTERS 

4. 779 KENYA 

5. N 

6A. REPLY TO - 

6B. CHIEF ENGINEER, PLANNING 

6C. THE EAST AFRICAN POWER & LIGHTING COMPANY LIMITED 
P.O. BOX 30099 
NAIROBI, KENYA 

7. TENDER NOTICE NO.3/75 

8. 112875 12.00P.M. 

9. 201 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 NAIROB 08891 101051Z 

10. 3612200 - POWER AND DISTRIBUTION TRANSFORMERS 
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ITEM NO. 1 - TRANSFORMERS 1 1 KV/LOWER VOLTAGE. 
TRANSFORMERS TO COMPLY WITH REQUIREMENTS OF THE 
B.S. 171 AND CONFORM GENERALLY TO ESI STANDARD 
35 - 1 ISSUED 2 OF DECEMBER, 1971. THREE PHASE 
TRANSFORMERS SHALL BE CONNECTED DELTA/STAR (DY-11) 

WITH NEUTRAL POINT BROUGHT OUT ON THE L.V. BUSHING. 
TAPPING RANGE IS TO BE PLUS OR MINUS 5 PER CENT WITH 
OFF-LOAD OPERATIONG MECHANISM. 

ITEM NO.2 - TRANSFORMERS 33 KV/LOWER VOLTAGE. 
TRANSFORMERS OF B.S. 171 AND CONFORM GENERALLY TO 
B.E.B.S. TI (1958) FOR 33 KV/TRANSFORMERS. THREE 
PHASE TRANSFORMERS SHALL BE CONNECTED DELTA/STAR (DY 1 1) 
WITH NEUTRAL POINT BROUGHT OUT ON THE L.V. BUSHING. THE 
TAPPING RANGE IS TO BE PLUS OR MINUS 5 PER CENT, WITH 
AN EXTERNALLY OPERATED OFF-LOAD TAPPING SWITCH. 

THE TENDERERS SHOULD GIVE THE FOLLOWING INFORMATION: 

(A) F.O.B. AND C.I.F. (MOMBASA) PRICES IN KENYA SHILLINGS 
(US $1 EQUALS 7.13 KENYA SHILLINGS) 

(B) TECHNICAL INFORMATION REGARDING IMPEDANCE, APPROXI- 
MATE WEIGHT WITH AND WITHOUT OIL, DIMENSIONS AND 
TYPICAL OUTLINE DRAWINGS. 

(C) DELIVERY TIME EX-WORKS 

(D) VALIDITY PERIOD OF THE TENDER 

(E) ANY SPECIAL CONDITIONS OF SALE 

1 1 . SEALED TENDERS MARKED "TENDER FOR DISTRIBUTION 
TRANSFORMERS" SHOULD BE ADDRESSED TO THE CHIEF 
ENGINEER, PLANNING, THE EAST AFRICAN POWER & 

LIGHTINING COMPANY LIMITED, P.O. BOX 30099, NAIROBI, 

SO AS TO REACH HIM NOT LATER THAN 12 NOON, FRIDAY, 
NOVEMBER 28, 1975. 

12. FIVE COPIES OF SPECIFICATIONS SENT AIR POUCH 100975. 
MARSHALL 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975NAIROB08891 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750352-1126 
From: NAIROBI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751061/aaaaccon.tel 

Line Count: 98 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 01 OCT 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 OCT 2003 by MaustMC>; APPROVED <18 FEB 2004 by ElyME> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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